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SUBJECT: NSF/SFCP. NSF PROJECT GF-31056, "QUALITY OF 
ELECTRICAL ENERGY" 

REF: BELGRADE 862 

1 . INTERAGENCY AGREEMENT BETWEEN NSF AND BONNEVILLE POWER 
ADMINISTRATION (BPA) FOR PURCHASE OF QEE EQUIPMENT HAS BEEN 
NEGOTIATED. FINAL FORMALITIES WILL BE ACCOMPLISHED SOON. 

2. REPRESENTATIVES OF NSF AND BPA PLAN VISIT LJUBLJANA 
BEGINNING APRIL. 

3. EMBASSY WILL BE INFORMED AS SOON AS DATE OF VISIT IS 
DETERMINED. KISSINGER 
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